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Frontline Reports 
Interview with 
Monika Schaefer 


Part One 


Introduction 


In this issue of “Frontline Reports“ we are 
going to interview the prominent historian 
and head of the international society “Truth 
and Justice for Germans“, Monika Schaefer. 


The following interview was made for the 


“NS-Kampfruf (NSK)”, led by its Editor-in- 
Chief “Wehrwolf”. 


Interview 
November 2021 
NSK: Please introduce yourself. 
Monika Schaefer: 
I was the fourth of five children, born in 1959 
in Edmonton, Canada, to German immigrant 


parents. School and outside life was in English, wee AE | 
but the home-life was very German — we Monika Schaefer 
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spoke German in the home, had German- 
Canadian friends, and were culturally immersed 
in German traditions. Our family went to Ger- 
many about every five years on average, to visit 
our many relatives as well as to see some of the 
cultural riches, such as magnificent cathedrals, 
castles and old ruins, not to mention the beauti- 
ful countryside of Germany. We stayed very 
connected to “the old country.” 


For most of my adult life, I lived in Jasper, AI- 
berta, where I had the good fortune of working 
for Parks Canada as a backcountry warden. Af- 
ter my daughter was born, I worked part-time 
as a violin teacher, as well as performing at 
weddings and other special functions. 


NSK: When did you first start exploring the 
“Holocaust* topic? Why does this topic still 
fascinate you? 


Monika Schaefer: 


Compared with some of the great men and 
women who had been walking a lonely path 
and pursuing the truth about WW2 since dec- 
ades, I am a relative new-comer. My brother 
Alfred and I were quite active in the 9/11 truth 
movement and had been working hard since 
2011 to educate others about that event. In fact 
it was Alfred who first alerted the rest of our 
family to the truth about 9/11, and when he did, 
I was hungry for more. I had already felt some 
misgivings about that story, and from then on, 
Alfred and I became a team in pursuing the 
truth. 


I considered myself a peace activist, and I 
thought that if we simply explain to others what 
really happened on 9/11, then the ripple effect 
would be that the wars would end. I was puz- 
Zled by the pushback when I presented evi- 
dence and truth about 9/11 to my friends and 
neighbors, but little did I know the magnitude 
of resistance that would come my way for con- 
fronting the Big Lie - the so-called “holocaust”. 


It was in 2013 that we were urged by a friend to 
look into the holocaust. At first I resisted, as 
this was just too big! It was so solidly planted 


into our very bloodstream, into every fiber of 
our beings, how could this possibly be a lie!? 
Alas, when in 2014 I finally did look, it did not 
take long to realize that this was truly one gi- 
gantic hoax. The implications of this lie were 
enormous. It shaped our whole world. If the 
holocaust was a hoax, then EVERYTHING we 
understood about our world was inverted. One 
can hardly overstate this. 


Sometimes my well-meaning (former) friends 
would say to me when they were witnessing the 
ritual defamation that I was undergoing in that 
fairy-tale little town of Jasper, "Monika, why 
do you concern yourself with something that 
happened so long ago? That doesn't matter any- 
more. We have more pressing problems today. 
Why don't you put your energy towards the cur- 
rent problems that we could do something 
about?" 


Those remarks made me smile (ironically), be- 
cause the two positions are contradictory. On 
the one hand, the holocaust is not relevant to 
the present, and on the other hand, anyone who 
questions the official narrative must be shut 
down, persecuted, and jailed. Those two posi- 
tions just do not add up. I tried to explain this to 
them, and asked them the simple question, "if it 
was so irrelevant now, why do they go after ‘lil- 
ol’-me’ so hard?!”. And my dear brother Alfred 
— why is he in jail if the “holocaust” was no 
longer relevant? Obviously the holocaust story 
still is important. 


The thing about the holocaust lie is that, once 
exposed, the big JQ is out in the open. That re- 
ally is what this is all about, the Jewish Ques- 
tion. It is the why-and-how we connect the dots. 


NSK: Could the “Holocaust“ topic be consid- 
ered as some kind of a political agenda? If 
yes, why? What is the goal of this agenda? 
Who benefits from it? 


Monika Schaefer: 
This really is the key question! There is abso- 


lutely no doubt that the story about the so- 
called holocaust is central to the political struc- 


ture of our world. Without the holocaust, what 
are the Jews? Ask any Jew what defines them, 
what is central to their identity, and they will 
talk about the holocaust. The holocaust epito- 
mizes the Jewish notion that they are the perse- 
cuted people and that this has always been so. 
Jewish victims versus aggressor Gentiles. 


Jewish Power resides in their feigned victim- 
hood and in their ability to stop us from ques- 
tioning their central narrative. The holocaust 
story paints the Germans with a cloak of perma- 
nent guilt. Germany must forever pay back — 
money, protection, reparations — to the Jews 
for having allegedly tried to exterminate them. 
We must never criticize the Jews, nor criticize 
government policies which lead to our self- 
destruction, such as, for example, mass immi- 
gration from third-world countries. That would 
be “racist” and will lead to the next holocaust! 
Terms such as “anti-Semitic” are used as weap- 
ons to shut down any factual reporting on Jew- 
ish activities, no matter how criminal and no 
matter the evidence. Their false story and tac- 
tics make the Jews beyond reproach. 





The holocaust narrative is essential to the very 
existence of Israel. 


Why they protect their holocaust narrative so 
fiercely 1s because when the truth becomes 
known to the wider public — and that is hap- 
pening fast — then their whole house of cards 
of lies, deceit, subversion, and destruction 
comes tumbling down. The Jews will once 
again be driven out of their positions of power 
and control. Thus, I believe that exposing the 
holocaust lie is essential for our very survival. 


NSK: How does the political agenda of the 
“Holocaust® affect Western societies (mainly 
the German)? 


Monika Schaefer: 


Germany has been brought down to her knees 
because of the holocaust story. Most people 
who lived through the war have died by now, 
but imagine first the trauma of having your 


country devastated by bombs, including the 
deliberate terror-bombing of cities where the 
express target was civilians, and then imagine 
that you are not allowed to grieve those losses 
because you are told a fantastical story about 
what your countrymen did to the Jews - gassed 
6 million of them and turned their skin into 
lampshades, rendered their fat into soap and 
made grotesque shrunken heads too! Imagine 
also that you are not even allowed to know how 
many of your people were killed in these bomb- 
ings or in the post-war death camps. Imagine 
then that the next several generations of school 
children are taught about the alleged horrors 
that their parents and grandparents did to the 
Jews, while the horrors that were done to your 
own people are diminished and dismissed, with 
the attitude that they deserved what they got 


anyway. 


Germans are so weakened by the guilt cult 
about the imaginary “holocaust”, that they can 
be completely ruled and manipulated by the 
hidden hand of government. Who is this hidden 
hand? Those who brought us the false narrative 
in the first place! It 1s a perfectly evil playbook. 
Accuse your victim of doing that to you what 
you have done to them. Cui bono? Those who 
forever cry “poor me, poor persecuted me” 
while they stab their victim in the back. 


Why would the Jews not celebrate upon learn- 
ing that less of their ancestors died than they 
originally proclaimed? It should be cause for 
joy and relief, but instead it makes them very 
angry. I find this very strange, other than the 
fact that they benefit greatly from the story of 6 
million dead. 


It is not only the Germans who are guilty of 
imagined crimes. The rest of the white race 1s 
guilty too, because they allegedly did not do 
enough to stop the holocaust from happening. 
In addition, we are taught that the white race 1s 
guilty of all the other evils of the world. Study 
the high school social studies curriculum in 
Canada, where I live, and you will wonder that 
the white children don’t all commit suicide by 
the end of the school year. It 1s nothing but 
guilt, guilt, guilt! Slavery, colonization, native 
mass graves, on and on it goes. You can search 


long and hard for any lessons about European 
culture, architecture, traditions, music, or any- 
thing that puts European history in a positive 
light. The teaching of classical music is now 
considered racist. Math is considered racist. 
Basic truth is now racist. 


The lack of pride in one’s own culture goes 
hand in hand with the guilt cult. It is another 
intended consequence of the false narrative 
about the “bad Nazis” and the “holocaust”. 
How best to kill a culture than to make the chil- 
dren be ashamed of their parents and grandpar- 
ents. They will be only too eager to absorb the 
“popular culture” from Hollywood and other 
mass media, in the vacuum left behind after 
shedding the traditions and culture of their 
shameful ancestors. That 1s cultural genocide, 
pure and simple. 


NSK: Please describe your political views. 
Monika Schaefer: 


My political views have changed 180 degrees 
since I woke up about what is really going on in 
the world. I was very active in the Watermelon 
Party — sorry — I mean the Green Party, 
which really is the communist party. Watermel- 
ons are green on the outside and red on the 1n- 
side, hence the euphemism. The packaging of 
the party is beautiful, but the reality is some- 
thing else entirely. 


Everything I thought the Green Party stood for 
— their six core principles: ecological wisdom, 
social justice, respect for diversity, non- 
violence, sustainability, and participatory de- 
mocracy — meshed well with my own values. 
Once I righted myself back up in this upside- 
down world, I realized that everything was in- 
verted. For example, “respect for diversity” 1s 
code for killing diversity. I had thought 1t was 
all about nature and protecting biodiversity, but 
in reality it is about mixing up all the different 
peoples and races, and ultimately annihilating 
all the races, but especially the white race. 


Another example of how the Green Party has it 
all wrong in their fight to protect the environ- 


ment, 1s that they push the mistaken notion that 
carbon is bad. Carbon happens to be the basis 
of life, so in their drive to decarbonize our envi- 
ronment (“fight global warming / climate 
change’) they are actually attacking life itself. I 
have yet to hear the Green Party take on the 
issue of chemtrails and geoengineering as the 
real culprit of “climate change”. When they 
finally admit to the spraying, they say it is to 
“save the planet”’. It is all lies, lies, lies. 


One former friend accuses me of having 
changed, and that she does not recognize me 
anymore. I tell her that my values have NOT 
changed and that I am still me. But what has 
changed is my understanding of reality and my 
view of the world. She laments that I formerly 
cared about the same things she cares so much 
about: nature and the environment. I tell her 
that I care more than ever about nature, about 
life, about everything that makes this earth, our 
sacred home, so beautiful. It 1s my love for 
what is beautiful, and my understanding of 
what is at stake if our eternal enemy is success- 
ful in destroying all, that makes me fight harder 
than ever. Our very existence 1s at stake! 


So you see, my former friend thinks I do not 
care anymore about the environment, when in 
fact she 1s the one who is deceived into thinking 
that she 1s doing good, but is actually support- 
ing anti-life policies. 


NSK: What is your opinion regarding Adolf 
Hitler and the Third Reich? 


Monika Schaefer: 


For most of my life, I believed that Adolf Hitler 
was the most evil man that ever walked the face 
of the earth, just like the majority of other peo- 
ple in Western Nations believe(d) this. That had 
been so drilled into us, hammered into us, drip- 
fed into us in a steady stream of programming, 
from school, from movies, magazines, radio, 
books, virtually through every possible means. 
Hitler and “the Nazis” were invoked as a syno- 
nym for any and all evil, right to this very day, 
in fact more so now than ever! 


Even when I began to learn the truth about 
Adolf Hitler and the Third Reich, and even af- 
ter I realized that this man was the most lied 
about man in history, it still took some time 
before the residual contamination of the lies 
washed away. It took a while before I could see 
him presented in a positive light without cring- 
ing. Thank goodness, that revulsion has finally 
been replaced with reverence, respect and love 
for aman whom I now believe to have been one 
of the greatest men to walk the face of this 
earth. When everything has been reversed in an 
Orwellian world, it makes sense that this great 
man and his great accomplishments have been 
turned into the complete opposite, by the ped- 
dlers of mainstream thinking. 


My acquisition of knowledge about National 
Socialism and the Third Reich began after my 
awakening about the Big 6-million Lie, and so 
it is relatively new for me. As I learn more 
about it, I feel increasingly aligned with Nation- 
al Socialist values. Let me share a little story 
that relates to those values. 


Sometime in late 2016, a few months after my 
“Sorry Mom, I was wrong about the holocaust” 
video was released, I received an invitation to 
speak to a group of people in Calgary Alberta. I 
had already done some speaking engagements 
across Canada, and so this was nothing new. I 
had met the organizer of the Calgary event, but 
knew nothing about their formal organization, 
not even the name of it, nor did it occur to me 
to ask if they even had an organization. I simply 
understood that this young man, the organizer, 
was aware of the deceptions, and he wanted me 
to speak to them about my experiences. 


Within a few days of accepting the invitation, I 
received two separate phone calls from alarmed 
acquaintances in Jasper warning me that I 
should rethink this speaking engagement and I 
should not go there! They said it sounded 
“dangerous”. I was bewildered how they even 
knew about it. I learned that Vice Magazine out 
of Toronto had reported on the upcoming event, 
and now everyone in Jasper knew about it. 
Wow! What a lot of busy-bodies in Jasper. I 
knew nothing about Vice, but evidently it was a 


leftist, Jew-controlled publication, and Jasper 
was obviously tapped in to that network. 


It was through those 2 phone calls that I learnt 
the name of the Calgary organization: Blood 
and Honor. Okay, no big deal, right? For me, 
there was no Pavlovian response with that 
name, as I was not even familiar with it. But to 
the alarmed individuals who called me, that 
name Blood and Honor sent them into a panic. 
To them, it meant pure evil. 


Needless to say, I ignored their pleadings not to 
attend that “dangerous” meeting. I can truly say 
that I never felt safer than amongst the mostly 
young men, some women and children, and a 
few older folks who attended the meeting at 
their club house in Calgary. They were respect- 
ful, polite, bright and engaging. It was one of 
the best audiences I ever had. These were peo- 
ple who had ideals and morals, they were pro- 
family and were upright citizens. They also un- 
derstood that we were being lied to about our 
history. They knew quite a lot about National 
Socialism, in fact more than I did at the time. 
That is why I share this story. If those people 
liked National Socialism, then I wanted to learn 
more about National Socialism. 


If those words “Blood and Honor” were so dan- 
gerous to the leftists, the Jews, and the rest of 
the indoctrinated masses who were still 1m- 
mersed in our inverted world, well then maybe 
there was something very important about 
Blood and about Honor. Indeed, there is noth- 
ing more important than our blood. And our 
honor will be restored once we know the truth 
about who we are. That is what our enemy fears 
the most, hence the inversion — yes those 
Blood and Honor values are dangerous — but 
to whom?! It is what the Jews fear the most — 
our White Race! 


NSK: Did you ever meet other “Holocaust*- 
related historians such as David Irving, 
Ernst Zundel, Fred Leuchter, Germar Ru- 
dolf, Gerd Honsik etc.? If yes, please de- 
scribe them to our recipients. 


Monika Schaefer: 


I have not met any of those people you men- 
tioned in person, but I have had the pleasure of 
speaking on the telephone and on radio shows 
with Fred Leuchter. What an honorable man! 
There 1s so much more to Fred than just his 
work on gas chambers. It was a stroke of luck 
for Ernst Zundel that the one and only gas 
chamber expert in the whole entire United 
States (the country that actually did employ 
gassing as one method of execution) turned out 
to be a man with such integrity and good char- 
acter. It was the preeminent French Professor 
Robert Faurisson whose idea it was to send 
Fred Leuchter to Auschwitz to examine the fa- 
cilities which had allegedly been used to gas 
millions of people, for the purposes of testify- 
ing at Ernst Zundel’s 1988 “holocaust trial’ in 
Toronto. 


Fred Leuchter went over as a holocaust believ- 
er, and this concerned Robert Faurisson. But 
Ernst Zundel’s confidence that Fred Leuchter 
would report accurately on what he found su- 
perseded any hesitation about Leuchter’s testi- 
mony being tainted by his then-held belief sys- 
tem. As it turned out, Leuchter came away from 
Auschwitz with the solid conviction that not a 
single person was ever murdered by gas at the 
camps. He testified on what he found. Then he 
too, found out that there is a personal price to 
pay for telling the truth about the gas chambers. 
He was smeared, lied about, defamed, arrested, 
jailed, and lost all employment... but he stays 
strong to this day. 


I have also had the pleasure of speaking with 
Germar Rudolf over the telephone, but that was 
a few years back. I have the greatest respect and 
admiration for Germar’s work. He is the quin- 
tessential ‘fleiBig’ German man, diligently writ- 
ing and publishing articles and books, and 
keeping up websites. Germar also paid the price 
as a political prisoner in Germany, after which 
he moved to the USA. 
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